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DPIU2 502-59 
Copy JjT of 5 
H April 1959 


Dear Sid* 

Reference is cade to your letter dated 23 March 1959, subject t 
Backs* 

la regards to reference letter the following action has been 
takes** 

One each MP-11691 I Back Ser #4 and one each KP-11099 
H Rack S«r #3 has been shipped to you frost the Depot, 

On* each KF-H085 G Rack and one each HP-11022 J Rack are pro- 
s^itly being used at Sduarde APB to test System VIS and it it 
requested we be allowed to keep then for approximately 120 days in 
order to complete the tests. 

The 0 and J Racks were damaged slightly during the last shipment 
and acme cabling is missing, however, refurbishing of these racks can 
be accomplished at Towards prior to reshipsent to you. Tour c oasan tg 
re^rding the request in the paragraph above are requested. 

Sincerely, 
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